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Director of Personnel 
5E56 HQS 


Harry: 
The Red Cross people were reminding today that 
donors should not give blood more than five times 


a year. It might be well to make this statement a 
part of your regular bulletin on the Blood Program. 


offey 


6 JUL 1971 


AT Deputy Director for Support 7D26 HQS pe =3] 
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